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ACTION 10-14 

INFO OCT-01 CIAE-00 CU-04 INR-10 NSAE-00 RSC-01 USIA-15 

AF-10 ARA-16 EA-11 EUR-25 NEA-10 ISO-OO PA-03 PRS-01 

L-03 DRC-01 /125W 

124349 

R 021616Z OCT 73 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 3683 

UNCLAS PARIS 25748 

NESCO 

E.O. 11652: N/A 

TAGS: AORG, OCON, UNESCO 

SUBJECT: 93RD EX/BD SPECIAL COMMITTEE APPROVES REPORT, SUBMITS DRS TO 
PLENARY 

REF: A) PARIS 25211; B) PARIS 24057 

1. 93RD EXBD SPECIAL COMMITTEE COMPLETED ITS WORK OCT 2 
APPROVING ITS REPORT ON ITEMS 3.1, 3.2 AND 4.1 WHICH 
CONTAINED THREE DRAFT RESOLUTIONS TO BE SUBMITTED FOR 
APPROVAL BY PLENARY ON OCT. 9. 

2. COMMITTEE DEBATED AS SOME LENGTH DR SUBMITTED BY WORKING 
GROUP ON ITEM 3 (REVIEW BY EXBD OF ITS METHODS OF WORK WITH 
REGARD TO DETAILED EXAMINATION OF DRAFT PROGRAM AND BUDGET 
AND TO EXECUTION OF PROGRAM). DR CALLS FOR CREATION OF 
WORKING GROUP TO MAKE PRELIMINARY EXAMINATION OF PART II 

OF 18 C/5 IMMEDIATELY AFTER COMPLETION OF BOARD S PLENARY 
GENERAL DEBATE ON DOCUMENT. GROUP WOULD REPORT TO PX AND 
F&A COMMISSIONS WHO WOULD THEN USE REPORT AS BASIS FOR THEIR 
DETAILED EXAMINATION OF PART II OF 18 C/5. BOARD S BUREAU 
WOULD BE CALLED ON TO DRAFT RESOLUTION REFLECTING RESULTS 
OF GENERAL POLICXEBATE ON DOCUMENT. ETHIOPIAN, US AND 
UK MEMBERS RAISED NUMEROUS QUESTIONS ABOUT OPERATION OF 
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EXPRESSED SOME MISGIVINGS ABOUT PROCEDURE SUGGESTED. REP 
FELT THAT PROCEDURE MIGHT ONLY COMPLICATE WORK OF 
COMMISSIONS, AND APPEARED TO BE LESS COORDINATED THAN WAS 
DESIRABLE FOR THIS IMPORTANT OPERATION. 

3. DDG FOBES SAID EXPERIMENT WAS PROBABLY 
WORTH TRYING, SUGGESTED WORKING GROUP BE KEPT SMALL AND 
THAT THERE BE CLOSE COORDINATION BETWEEN CHAIRMAN OF TWO 
COMMISSIONS DURING CONSIDERATION OF C/5 DOCUMENT. COMMITTEE 
CHAIRMAN POINTED OUT THAT RESOLUTION CALLED FOR 95TH EXBD 
TO RE-EXAMINE ITS METHODS OF WORK CONCERNING 18 C/5 
DOCUMENT AND TO REPORT THEREON TO 18TH GC.IRWIN 
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